Portland Cement

perhaps a minor detail, is one which will fully pay for
proper consideration. A very convenient form is that
shown in fig. 4, commonly known as the "treacle-pot"
outlet, being of the same design as that used for cutting off
the flow of such viscous fluids. The illustration is reduced
from a working drawing, and shows the outlet in plan as
seen from beneath, and in elevation. The cut-off disc, part
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of which is elongated into a projecting handle, swings on
the bolt at the right, so that the flow can be wholly or
partially cut off as required. Anyone who has experienced
the squirting power of slurry under pressure, by trying to
screw on an ordinary plate-cover, while the pumps have
been working to force the slurry to a kiln further on,
will fully appreciate the utility and convenience of the
"treacle-pot" outlet